EIGHTEENTH   CENTURY  POLYHEDRAL  SUN  DIAL 
(Originally    Located    at,    The  Abbey, 
Storrington,  Sussex,  England) 
Funston    Memorial    Garden  and 

Trinity  Chapel  Cloister 
Trinity  College,  Founded  1823 
Hartford,  Connecticut 
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